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Message Text 


UNCLASSIFIED 

PAGE 01 MUNICH 01971 251140Z 

46 

ACTION EB-07 

INFO OCT-01 CIAE-00 COME-00 DODE-00 NRC-07 NSAE-00 USIA-15 

TRSE-00 EUR- 12 ERDA-07 ISO-00 /049 W 

116048 

R250915Z AUG76 
FM AMCONSUL MUNICH 
TO SECSTATE WASHDC 7383 
INFO AMEMBASSY BONN 

UNCLAS MUNICH 1971 

EXCON FOR COMMERCE 

E.O. 11652: N/A 
TAGS: ESTC, GW 

SUBJ: REQUEST EOR A RECOMMENDATION UNDER THE DIB-625P 
PROCEDURE 

REE: STATE 192431 

1. ACCORDING TO KLAUS FLEISCHMANN, MANAGER, ING. BUERO FLEISCH- 
MANN, BOEHMERWALDWEG 17, 8031 OLCHING, FRG, COMPONENTS 
PURCHASED FROM FAIRCHILD CAMERA AND INSTRUMENT GMBH., WIES- 
BADEN, FRG, WILL BE INCORPORATED INTO ELECTRONIC INSTRUMENT OF 
HIS OWN MANUFACTURE. ALL CUSTOMERS ARE LOCATED IN THE FEDERAL 
REPUBLIC OP GERMANY; HE HAS NO LANS TO EXPORT. FLEISCHMANN IS WILLING 
TO COMPLY WITH U.S. 

EXPORT CONTROL REGULATIONS. 

2. IN VIEW OF THE ABOVE, CONSULATE GENERAL HAS NO OBJECTION 
TO FLEISCHMANN AS AN APPROVED CUSTOMER OP PAIRCHILD UNDER 
THE DIB-625 PROCEDURE. WTDR SUBMITTED 08/76. 

BETTS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, STRATEGIC TRADE CONTROLS, TRANSACTION CHECKS, EXCEPTIONS LIST 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MUNICH01971 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760324-0605 
From: MUNICH 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760821 /aaaaaryb.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 192431 
Review Action: RELEASED, APPROVED 
Review Authority: harterdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JAN 2005 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 APR 2004 by ReddocGW>; RELEASED <1 1 JAN 2005 by harterdg>; APPROVED <14 JAN 2005 by harterdg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR A RECOMMENDATION UNDER THE DIB-625P PROCEDURE 
TAGS: ESTC, GE, US, ING BUERO FLEISCHMANN, FAIRCHILD CAMERA & INSTRUMENT GMBH 
To: STATE 
Type: TE 
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